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9 December 1975 


MEMORANDUM FOR: 
SUBJECT 


25X1 A2d2 


REFERENCES 


Office of Personnel, Review Staff 
Application to Restore Annual Leave 

ErroneouslyChargedto Home Leave - 


7 February 1975 
13 January 1975 
30 January 1975 
8 January 1975 



25X1 A6i 


25X1 A9a 


It is requested that the 240 hours of annual leave 
erroneously charged to home leave during the period 16 

of "annual "leave" dueHfo 

in transferring her leave b a 1 an re “ 5 
it is requested that this leave be restored as soon 

possible. 


25X1 A9a 
25X1 C4a 


APPROVED: 



Deputy Director of Personnel 
for Plans and Control 


25X1 A9a 
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SECRET 
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